Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 33141 181935Z 

63 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO MC-02 ACDA-05 /037 W 

088010 

R 181922Z DEC 75 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 9841 

CONFIDENTIAL OECD PARIS 33141 
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TAGS: ESTC, COCOM, CZ, GW, US 

SUBJECT: GERMAN TEST EQUIPMENT TO CZECHOSLOVAKIA IL 1519 

REF: A. COCOM DOC.(75) 2223 
B. OECD PARIS 31446 

1. US VIEWS CONSIDERABLY OVERDUE REFCASE WHICH WAS ORIGI- 
NALLY SCHEDULED FOR 11/18. GERMAN DEL AGAIN EXPRESSED 
ANNOYANCE WITH FURTHER US DELAY BUT RELUCTANTLY GRANTED 
2 WEEK EXTENSION TO 12/30. 

2. ACTION REQUESTED: US VIEWS' OR INDICATION OF PROBLEMS 
IN FORMULATION THEREOF, PRIOR TO 12/30. 
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